ART. 39]

MULTIPLE-DOME DAMS

601

OTHER TYPES OF STRUCTURAL CONCRETE DAMS

39. Multiple-Dome Dams. That there is no definite limit to the variety of
forms that reinforced concrete dams may take is illustrated by the unusual
design of the Coolidge Dam on the Gila River, near San Carlos, Ariz., which